Stimulate Your Bodies Own Innate Healing Ability 









The Genius' built in multi-facted wave form generator, creates unique wave 
forms, frequencies & energetic signatures designed to stimulate your bodies 
own innate healing ability. We work with the body which always seeks to self 
regulate and maintain a state of balance & harmony. This is called 
homeostasis. 


https://www.insighthealthapps.com/ 
















